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REPORT NO. 


‘| 3,0 Lyf. Information has been received that in March 1948 a monthly production 
Hes SAGE quota ef 10,000 Gainer counters was imposed on the Pressler AG by the 
; f Te) Je Russians, Actual delivery of Geigar counters ty the fim to tho Rus- 
Ty GE 4-Laify sdans has been on a much aralller geale. From the time vhen delivery 
; first began until mid-lay 1948, the firm supriied about 1,000 Geiper 
. { Jib - ef Je) counters to the Russians. The prdduction capacity of the firm is meh 
hivhar than this, although its production of Geiger counters is authen~ 
tically hampered hy a shortaze of potassium-free wlass, The firm, howe 
over, has also given a more or less falea explanation of the low delivery 
Yigures to the Ruasianga, namely, the shortage of platinun., Actually, 
platinum is not indispensable because it ean bo revlaced by other matals, 
such aa molybdemm or nickeleplate iron. 


2s Tha Geiger countera produced by the Prongler AG are provided with neon 
buibs vuorking as voltase stabilizers; a normal counter has 10 to 12 of 
them. Proasier AG, in coopsration with the Glirmlanpen AG in Obarwiaa~ 
bach, is producing neon tulbs, mindy of gall size, for this purposs. 
Soma are exported to weotorn Germany, and it is reported that Gottingen 
Usversity recently received a arall shipment. 


30 Ths use of neon bibs as voltace stabilizers is mainly based «on the 
fact that the voltage produced in Cerrany and Russia is hard to kaon - 
constant vhen used in connection with Geiger counters, Constant vol- 
tage could also be produced with bettories (accumiatora); mt, since 
laad is a very ecarce iten in Russia, the Rugeians and Germans heave SP 
bean using neon mibs, Their usa poes back to the fact that a neon 
baib working with normal cathode drop (4i.e.. if the cathode is not 
entirely covered by the plow light) has a voltam drop which is 
davrgoly independent of the current. The use of neon bulbs for rure 
poses +7 voltage stebllizetion wee introduced in Gernany by Geffkon 
coi Richter around 1999, They are used in Germany and Russia, ac 
in the United States, in connection with Geiger countera for the pur 
rose of rendering visible the fraction of impulses tranaferred by the 
scaler fron the Geiger tube te the mechanical cowiter. Because of the 
above mentioned reasens, and under the nresent conditions, their use 
a3 voltage stabilizers in Germany and Russia is of importance. 
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